Brief comment text:

I am opposed to this ruling. To reconfigure the 902-928 MHz band would be a great disservice to the community and general population. Amateur radio users and Meshtastic users both use this frequency space. Me and my family specifically use this band for hobby and emergency/disaster preparedness. I am deeply concerned about the negative impacts it could have on decentralized communication networks, particularly in the following areas: Interference with Unlicensed Bands: NextNav’s proposal could disrupt unlicensed, low-power devices like Meshtastic, which rely on these frequencies for decentralized communication.
